A-17— THE  CHURCH  OF  SAN  FELIPE  DE  NERI. 
ON  THE  PLAZA.  OLD  ALBUQUERQUE, 
NEW  MEXICO 
Originally  bviilt  by  the  Franciscans  in  1706-7. 
The  old  Spanish  garrison  building  adjoins  the 
church  and   the  original   adobe  walls  still 
stand,   though   now   covered   with   a  brick 
facing.    The  building  is  now  used  by  the 
Jesuit  Priests  as  their  home. 
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